To:  Bhattacharya,  Dipanjana[Bhattacharya. Dipanjana@epa.gov] 

From:  Verhaien,  Frances 

Sent:  Tue  8/11/2015  4:55:27  PM 

Subject:  RE:  deployment  for  Gold  King  Mine  Release  Emergency  Response 


Dipaiijana,  At  this  time,  I am  authorizing  a two  week  deployment  (August  1 1 through  August  24, 
2015)  for  work  on  the  Gold  King  Mine  Release  Emergency  Response.  You  and  I will  need  to 
discuss  an  extension  should  you  be  asked  to  stay  longer. 


Fran 


Frances  Verhaien,  P.E. 

US  Environmental  Protection  Agency 
Air  Quality  Analysis  Section 
1445  Ross  Avenue  (MC  6PD-Q) 
Dallas,  TX  75202 
214-665-2172 
verhalen.frances@epa.gov 


From:  Bhattacharya,  Dipanjana 

Sent:  Tuesday,  August  11,  2015  9:19  AM 

To:  Curran,  Trisha;  Allen,  Kara;  Casso,  Ruben;  Sather,  Mark 

Cc:  Verhaien,  Frances;  Johnston,  Carol;  Olson,  Janice;  Rauscher,  Jon 

Subject:  deployment  for  Gold  King  Mine  Release  Emergency  Response 


All, 


I will  be  deployed  to  the  8*  Floor  Emergency  Response  as  an  Environmental  Unit  Leader.  I will 
be  working  12  hour  days  including  weekends.  I won’t  be  able  to  perform  my  job  duties  in  Air 
Monitoring  until  I get  back.  There  is  no  firm  date  for  that  now.  Please  send  all  PM  requests  to 
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Fran. 


Thanks, 

Dipanjana  Bhattacharya 
Air  Monitoring  Section 
US  EPA  Region  6 
1445  Ross  Ave.,  Suite  1200 
6PD-Q 

Dallas,  TX  75202-2733 
214-665-6753 
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